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U. S. O. Club 710 — located at 710 E. Main 
Street. Belleville, Illinois. 


GENUINE CURTEICH-CHICAGO C.T. ARTCOLORTON E*' POST CARD (REG. U.S. PAT. OFF.) 


POST CARD 


PLACE 

STAMP 

HERE 



U. S. O. Club, Belleville, Illinois 
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